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-Cl GAB£TT£. SPEC I Fi CAT I OH 

CABAHRUS COUNTY 

.MARLBORO LIGHTS REGULAR 100 FTB 
BRAND COOE-0190 (STD) 


EFFECTIVE DATE: 05/26/87 
STANDARD PRODUCTION 


CIGARETTE LENGTH 
CIGARETTE CIRCUMFERENCE 
FILTER LENGTH 
TIPPING LENGTH 
PACK MOISTURE 
TOTAL R.T.D. 

DILUTION TARGET 




98.5 

MM 

24.80 

MH 

31.5 

MM 

36.000 

MH 

13.25 

% w/w 

5. TO 

IN. K20 

30.0 +/- 

5.0 % 


TIPPING PAPER 
TIPPING ADHESIVE 
SEAM ADHESIVE 


: 72HH X 3200H WHITE TGL PPT 

: NATIONAL 72-2782 
: FULLER WB-3902U 


EC-436 12-865-0 LASER PERF. 

62-069-A 
61-444-A 


CLUE ROLLER DRAWING NO. (SEE ENGINEERING FOR LATEST REVISION NUMBER); 

: MAX S/HAX 80 - B-I27283 PATCH SIZE: 8.5 X 


20.0 MM 


FILLER DF.5CRIPTI0N 

FILLER CUTTING SIZE 

ROD LENGTH 

ROD CIRCUMFERENCE 


-CIGARE TTE ROD DE SCRIPT IVf 
A0190-8TD-CC 

MARLBORO LIGHTS RfGUl.AR TIB 

30 CUTS PER INCH 

67.0 MM 

24.80 MM 


CIGARETTE PAPER ; 77.25HM X 65001» KC/OEM 137-VEC 678 

*NK : B fe H OCHRE #60806 (MARK 8/PROTOR) 


10-135-A 


60-907-A 


PRINT DIE 


: MACHINE NUMBER 


r-a 


REASON FOR CIIANOF 
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